\s. 


The New Model Anatomical Manikin—A Once-Folded Series 
of Charts. Published by Fowler & Wells, of New York. 

These colored charts are well adapted for ready reference as to the 
relation of parts, and will be found useful and in all respects accurate 
They are undoubtedly valuable to the students of anatomy, and should 
find a prominent place in the lecture-room of schools and colleges. Ac¬ 
companying each set is a carefully prepared index. There are 102 parts or 
sections, and conveniently arranged by letterings and numbers, so that by 
reference to the index one can readily find the appropriate name for any 
muscle, nerve, artery or part of any organ. The arrangement of the 
manikin is so nicely accomplished that it can be unfolded and studied by 
degrees, from the surface to the innermost depths of all internal organs. 
The whole, though simple, makes a valuable adjunct to the practical study 
of anatomy, and will act as a ready reminder of the true position of any 
nerve, artery or muscle to tjie busy doctor, and aid him also in many 
ways to practically explain to his patient a doubtful point. 


A Text-Book of Practical Therapeutics. With Especial Refer¬ 
ence to the Application of Remedial Measures to Disease 
and Their Employment upon a Rational Basis. By Hobart 
Amory Hare, M. D. Philadelphia : Lea Bros. & Co. 


Books that are to be always welcomed are those founded on a ^ rational 
basis,” especially so if, with rationalism, we have conjoined brevity and 
completeness. To define exactly the meaning of “rational basis,” we must 
resort to the author’s own words: “Rational therapeutics at the present 
day does not consist in a knowledge of doses and the materia medica, but 
exists as a complex art, in which knowledge and its proper application, 
based on common-sense principles, go hand in hand.Scien¬ 

tific research has so largely opened up to every one the possibility of using 
drugs with a distinct idea of the reason for their employment, that the 
writer has endeavored to bring together in a readable form the combined 
results of laboratory and bedside experience, thinking the time ripe for 
such a task. To Dr. Hare much credit must be given in trying to gather 
together a practical, concise and helpful therapeutical text-book. There is 
no question that if the student has diligently applied himself to chemistry 
and materia medica, that in Dr. Hare’s work he will find all that has been 
learned as to the usefulness of drugs in combating disease. 

There is a slight tone of empiricism and an air of dogmatism about it, 
but still this is more in the conciseness of the author. To teach well, one must 
be more or less emphatic. The author as a teacher has naturally followed 
this method. There is a safe side to the author’s opinions ; he does not 
hasten to recommend a remedy because an eminent authority stands alone 
in his opinions. He has evidently waited for a consensus of opinion, and 
has generally practically tested himself the results. He has divided the 
work in four parts. 

Part I. is devoted to General Therapeutic Considerations, which are 
brief and to the point. 

Part II.—Drugs—Alphabetically arranged. 

Part III.—Remedial Measures other than Drugs, and Food for the 
Sick. 
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Part I\ .—Diseases—Table of Doses and Remedies; Index of Drugs 
and Remedial Measures ; Index of Diseases and their Treatment. 

The book comprises over 632 pages. The arrangement, alphabetically, 
of all drugs, diseases, etc., makes the work one easy to refer to. In con¬ 
clusion, we can merely repeat that “rational,” concise and complete books 
are a desideratum. The work under consideration is certainly rational and 
concise. I he completeness is simply a matter for endless ages to quarrel 
over as applied to “Rational Therapeutics.” Opinions will always vary; 
but if a work were now prepared and published as to the precise therapeu¬ 
tical value of drugs, one would take but a short time to peruse it. 

There is, undoubtedly, a happy medium of laying aside one’s personal 
prejudices, accepting the opinions and experiences of other minds, which 
can be seen has been the course pursued, happily, by Dr. Hare; and 
although, therefore, at times emphatic, yet just in always giving a drug its 
full merit. C riticism as to shortcomings in this regard would be empiricism. 
The author has done his best, and the result is meritorious. 


BOOK NOTICES. 

J. B. Lippincott Company will, beginning with April, issue quarterly 
thereafter a work entitled “International Clinics.” This work will com¬ 
prise the best and most practical clinical lectures on medicine, surgery, 
gynaecology, pediatrics, dermatology, laryngology, ophthalmology and 
otology delivered in the leading medical colleges of this country, Great 
Britain and Canada. These lectures have been reported by competent 
medical stenographers and thoroughly revised by the professors and lect¬ 
urers themselves. 1 he object of the work is to furnish the busy prac¬ 
titioner and meuical student with the best and most practical clinical 
instruction in concise form. Each volume will consist of over 350 octavo 
pages, illustrated with photographic reproductions of important cases. 


BOOKS RECEIVED. 

Diseases of the Nervous System. By William A. Hammond, M.D., 
and Graeme M. Hammond, M.D. 

X. INTERNATIONALER MEDICINISCHER CONGRESS, Berlin, I 890. 

Die Heil- und Pflegeanstalten fuer Psychisch-Krankb des 
deutschen Sprachgebietes im Jahr 1890. Von Dr. Heinr. 
Laehr. Mit geographischer Karte. 

Modern Antipyretics. By Isaac Ott, M.D. 

A Dermatological Bibliography. Compiled by George Thomas 
Jackson, M.D. 

The Postgraduate Clinical Charts. By Wm. C. Bailey, M.D., 
and J. H. Linsley, M. D. 



3 I 6 BOOK RE VIE (VS. 

REPORTS, -PAMPHLETS, ETC., RECEIVED. 

Transplantation of Tissue from Lower Animals to Man. By 
A. M. Phelps, M.D. Reprint. 

Severe Continuous Cephalalgia as an Early Secondary in Syphilis. 

By William Browning, M. D, Reprint. 

The Differential Diagnosis and Treatment of Multiple Neuritis 

By George J. Preston, M. D. Reprint. 

A Case of Epilepsy with Double Consciousness. By G. R. Trow¬ 
bridge M.D. Reprint. 

Mechanical Restraint in our State Hospitals for the Insane, 

By Gros. R. Trowbridge, A.M., M.D. Reprint. 

Commitment and Conveyance of Patients to our Hospitals for the 
Insane. By J. H. James, M.D. Reprint. 

An Analysis of the Statistics of Forty-one Thousand Five Hun¬ 
dred Cases of Epidemic Influenza. By Benjamin Lee, M D 
Reprint. 

Case of Successful Trephining for Subdural Hemorrhage pro¬ 
duced by Contre-Coup. By John Homans, M.D., and Georue 

L. Walton, M.D. Reprint. 

Extract from Remarks made before the State Sanitary Convention 
at Pittsburg, May 30, 1889. By Benjamin Lee, M. D. 

A Plea for Public Health Work in Villages. By Henry B 
Baker, M.D. 1 

A New Operation for Spasmodic Wry-Neck. By W W Keen 

M. D. Reprint. 

Nephrorrhaphy. By William W. Keen, M. D. Reprint 

Notes on the Examination for Tubercle Bacilli. By Ludwie- 
Weiss, M.D. Reprint. 7 6 

List of Scientific Publications from 1885-1800. By Burt G 
Wilder, B.S., M.D. 5 V 7 Urt ^ 

Macroscopic Vocabulary of the Brain. By Burt G. Wilder, M.D 

First Annual Report of the Pasteur Institute. 

The Mimicry of Animal Tuberculosis in Vegetable Forms By 

E. F. Brush, M.D. Reprint. ’ 7 

Pain. By D. R. Pelton, M.D. 



